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HOLYNE CH LUMBER # TRAN. 
PLANING MILL 


MGHT WATCHMAN NO LIGHTS: 
WERT NONE POWER, STEF/Y, 
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See SHeeT No,/, 
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SUFFOLK CorTon MILLS Co. 


WIGHT WATCHMIPIN & CLOCK FONANOS, 
FUEL ! COPL & WOOD, pet acaba STEPM. 
LIGHTS! HEROS, FEXTINGRS 

PRLS WATEP? O/STR/IBUTED, 

STEAM JETS (N PICKER FPA. 
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250'TO (AS TO 
PLANING MLL FR. GRO, 
SEE SHEET NO,Z. 
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FULLY CL EO OF ALL 
WASTE & REFUSE EVERY NIGHT. 
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HOSE. WHICH CAN BE RTT. TO PIPES }- — —— — 2 = 
ALL THRO. PRC BUT. SPINNERS ALL 
FLOORS, 
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